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ARR! 


ARRIFLEX COMPANY OF AMERICA ' 


SUPPLEMENTARY PRICE LIST 








ANGENIEUX LENSES FOR ARRIFLEX CAMERAS 


Description 


ZOOM LENSES IN ARRI BAYONET MOUNTS 





—| *311-131 


Description 


FIXED FOCAL LENGTH LENSES 


5.9mm ANGENIEUX f/1.8 T/2 
supplied with retaining ring for 93mm 
round filter. 





*311-421 ANGENIEUX 12-120 f/2.2,T2.5.... 2092.00 | *311-133 28mm ANGENIEUX f/1.1 1040.00 
with retaining ring for series 9 filter. requires adapter 333-067 for series 8 
Special lens shade (333-700) available. filter. 
*311-429 ANGENIEUX 9.5-57 f/1.6 T1.9 .... 2548.00 | *341-132 25mm ANGENIEUX f/0.95 
with retaining ring for series 9 filter. requires adapter 333-067 for series 8 
filter. Lens cannot be used in Arriflex 
*311-423 ANGENIEUX 9.5-95 f/2.2T2.8 .... 3220.00 16BL camera. 
requires adapter/sunshade combination 
(333-707) for 4%” round filter, requires 
cradle (339-062). 
311-424 ANGENIEUX 12-240 f/3.5T4.2.... 5692.00 
requires adapter/sunshade combination 
(333-708) for 4%" round filter, requires ZOOM LENSES IN ARRI BAYONET MOUNTS 
cradle (339-061). 
311-427 ANGENIEUX 25-250 f/3.2T3.9.... 
311-427 ANGENIEUX 25-250 f/3.2 T3.9.... 5872.00 aar anii combination 
requires adapter/sunshade combination (333-706) for 4%” round filter, requires 
(333-706) for 4%" round filter, requires cradle (339-060). 
cradle (339-067) 
*311-426 ANGENIEUX 35-140 f/3.2 T3.9.... 
*311-426 ANGENIEUX 35-140 f/3.2 T3.9.... 3060.00 requires filter adapter a -065) for 
requires filter adapter (333-065) for series 8 filter. 
sereis 8 filter. 
ANGENIEUX 20-120 f/2.6 T3.0.... 
supplied with filter adapter for 138mm 
ZOOM LENSES IN STANDARD ARRI MOUNTS filters. Requires Cradle 339-074. 
311-409 ANGENIEUX 12-120 f/2.2 T-2.5 
a S BOSA.. 2970.00 | «311-413 ANGENIEUX 25-250 f/3.2 T39 . - . 5775.00 
*311-411 ANGENIEUX 12-120 f/2.2 T.2.5.... 1995.00 requires adapter/sunshade combination 
with retaining ring for series 9 filter. bc tt round filter, requires 
Special lens shade (333-700) available. cradle 060). 
*311-428 ANGENIEUX 9.5-57 {/1.6T1.9 .... 2400:00 |" SARA ss Se ens ieg rn 
with retaining ring for series 9 filter. ERER aah SEEOTPE j os 
*311-415 ANGENIEUX 9.5-95 f/2.2T2.8 .... 3125.00 
: oe - - i 2: 770. 
requires adapter /sunshade combination S ASS. Supplied véth fitter adapter for 130mm een, 
pt dle (339-062). ORS Tepe TOUS filters. Requires Cradle 339-074. 
311-414 ANGENIEUX 12-240 f/3.5 T4.2.... 5595.00 
requires adapter/sunshace combination 
(333-708) for 4%” round filter, requires 
cradle (339-061). 
FIXED FOCAL LENGTH LENSES 
*311-413 ANGENIEUX 25-250 f/3.2 T3.9.... 5775.00 
requires adapter/sunshade combination *311-131 5.9mm ANGENIEUX f/1.8 T2.0.... 1080.00 
(333-706) for 4%” round filter, requires supplied with retaining ring for 93mm 
cradle (339-067). round filter. 
*411-412 ANGENIEUX 35-140 f/3.2T3.9.... 2960.00 | *311-133 28mm ANGENIEUX f/1.1 ....... 1040.00 
requires filter adapter (333-065) for requires adapter 333-067 for series 8 
series 8 filter. filter. 


NOTE: Lenses with bayonet mounts can only be used on cameras with bayonet lens turrets. Only zoom lenses with guaranteed factory 


original mounts have the Arriflex logo “ARRI” or “ARRIFLEX” engraved on the lens mount. 


“ARRI” and “ARRIFLEX” are trademarks registered with the U.S. Patent Office and recorded with U.S. Customs at all ports 








of entry to prevent unauthorized importation. 
Prices and Specifications Subject To Change Without Notice. 


25-20 Brooklyn-Queens Expressway West, Woodside, N.Y. 11377 (212)932-3403 
WEST COAST: 1011 Chestnut Street, Burbank, California 91502 (213)845-7687 
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ARRI 


ARRIFLEX COMPANY OF AMERICA 


SUPPLEMENTARY PRICE LIST 
KILFITT LENSES FOR ARRIFLEX CAMERAS 


SEPTEMBER 16, 1974 





Description 


312-110 40mm MAKRO KILAR f/2.8 
supplied with retaining ring for series 5 filter. 


312-112 90mm SUPER MAKRO KILAR f/2.8 
supplied with WEAR mount, retaining ring for 
series 6 filter and leather case. 


312-113 300mm PAN TELE KILAR f/4 
with case, requires support cradle 339-068. 


312-116 300mm DUAL PAN TELE KILAR f/4 
with case, requires support cradle 339-068. 


312-120 400mm SPORT FERN KILAR f/4 
with case, requires support cradle 339-050 with 
platform 339-051 or 339-052. 


312-117 500mm SPORT REFLECTAR f/5.6 
with case, requires cradle 339-065. 


312-114 600mm SPORT FERN KILAR f/5.6 
with case, requires cradle 339-050 with platform 
339-051 or 339-052. 


' 312-119 600/400mm KILAR TELE COMBINATION 
f/5.6 — f/4 
with 2x extender for 1200/800mm f/11-f/8 con- 
version. In fitted case, requires cradle 339-050 
with platform 339-051 or 339-052. 


All Tele Kilar lenses are supplied with WEAR mount with built-in 
filter shot for 2x2” filters. i 


LENS ACCESSORIES 


“WEAR” MOUNT for KILFITT LENSES * 


CASE FOR 40mm MAKRO KILAR 


CASE FOR 90mm MAKRO KILAR* 


*(Replacement) 





